Electrocution was listed as 
the cause of death of a Met 
airle man who was found lying 
op the attic floor of a residence 
at 2451' Prentiss. 

Dr. Lloyd LoCascio of rthe 
Orleans Parish coroner's office 
said Philip Geraci Jr.; 42,. 2201 
Green Acres, died shortly be- 
fore :-nobn Saturday artifle in 
stalling; electrical equipment at 
dte.residence.-: ,z . ; 

- Orville Garner, occupabtof 
the Prentiss st. residence, told 
police hejoymd Geraci lying 
face down wnenbe came to 
offof tte.worianan a. drink of 

.Officers* summoned , to the 
scene tried unsuccesshtlly to 
rwdye Gerad by' .artificial res- 


speto; fi.som.Philto 0$$" 
four daughter, Pamela 
Gail Marie, Peggy Sue and 
ty Jo Geraci; a brother, Ron- 
ald J. Gerad, and his parents, 
Mr. and Mrs. Philip Gerad. 

Funeral arrangements are in 
complete pending the arrival of 
his son from Vietnam, and are 
being handled by the funeral 
home of Lamana-Pahno-Fallo. 





